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HAND oN DISINFECTION C®@VID-19 
KEEP YOUR HANDS, SURFACE AREA & GADGETS DISINFECTED Uttarakhand State Control Room 
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Covid-19 Telephone https://health.uk.gov.in/pages/display/140-novel- 
Mobile Directory corona-virus-guidelines-and-advisory- 


id- / 
Sample Collection Centers https://covid19.uk.gov.in/map/sccLocation.aspx 
SSL : 














Availability of Bed https://covid19.uk.gov.in/bedssummary.aspx 
Covid-19 Vaccination Sites | _wwwcowingovin 
RT — PCR Testing Report https://covid19.uk.gov.in/ 


To get Medical assistant and http://www.esanjeevaniopd.in/Register 
Doctor's consultation: Download app: 





Free Consultation from https://play.google.com/store/apps/details?id=in.hied.e 


E-sanjeevani sanjeevaniopd&hl=en US 
Or call: 9412080703. 9412080622. 9412080686 


Home Isolation Registration https://dsclservices.org.in/self-isolation.php 


Home Isolation Booklet(Do’s https://health.uk.gov.in/files/Covid-19- 
&Don’ts) Directoryv/Home Isolation booklet.pdf 
Vaccination (Self Registration) https://selfregistration.cowin.gov.in/ 
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Standard Operating Procedure for https://health.uk.gov.in/pages/view/146-tocilizumab- 
issue of TOCILIZUMAB amphotericin--procedure 


AMPHOTERICIN B 
Daily Bulletin https://health.uk.gov.in/pages/display/140-novel- 







corona-virus-guidelines-and-advisory- 
Travelling to/from Uttarakhand https://dsclservices.org.in/apply.php 


Registration 

Joiming hands in supporting https://health.uk.gov.in/pages/view/149-support- 

Uttarakhand in its fight against uttarakhands-covid-19-efforts 

COVID-19 

Any other Help Call 104 (24X7) / State Control Room 0135-2609500/ 
District Control Rooms of respective district for any 
other help and assistance. 

for any queries and suggestions covid19statewarroomuk @ gmail.com 


Toll Free Number 104 
State Covid-19 Control Room 
0135 2609500 


For complaints regarding black marketing of medicines, oxygen cylinders & medical equipments; more charges for medicines 
& oxygen cylinders; fake Covid-19 test/lab reports; more charges than decided by the Government for Covid-19 vaccination & 
treatment and other malpractices related to Covid-19 in Uttarakhand 
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Integrated Disease Programme CSVID-19 
Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun Uttarakhand State Control Room 
Date: 22-10-2021 Health Bulletin Time: 6:00 PM 
@) Positive Today: 12 7 Recovered Today: 14 
4 Death Today: 00 4 Active Cases: 166 


S*”Y Sample Positivity today: 0.10% |R% Recovery Percentage: 96.02% 


I. Total cumulative Positive COVID-19 detected: 343799 

2. Total Number (%) of COVID-19 Patients Treated/ Cured: 330099 (96.02%) 
3. Total Number (%) of COVID-19 patients migrated out of state: 6136 (1.78%) 
4. Total Number (%) of COVID-19 Deaths: 7398 (2.15%) 
>: Number of samples found negative for COVID-19 today: 11758 

6. Total number of samples sent for COVID-19 testing today: 13191 

ve Total number of cumulative samples found negative: 7331728 





Vaccination 
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Detailed Status of Sample Tested 


: Negative oe Positive 

Negative : Positive : 

: Cumulative : Cumulative 

in last 24 in last 24 : : 
(including 


(including 
hours Pvt. Lab) SOL Pvt. Lab) 


343799 7675527 10330 


Champavat | 599 ——«YSass |S 


U.S. Nagar 37875 
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Details of Patients Treated & Cured 


ALMORA 
BAGESHWAR 
CHAMOLI 
CHAMPAWAT 
DEHRADUN 
HARIDWAR 
NAINITAL 

PAURI GARHWAL 


TEHRI GARHWAL 


UDAM SINGH NAGAR 
UTTAR KASHI 
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Organizations/ Civil Societies/ NGOs/ Individuals interested in 
supporting Government of Uttarakhand in their fight against 
COVID-19 can register on the link given below: 
https://health.uk.gov.in/pages/view/149-support-uttarakhands-covid-19-efforts 





Joining hands in supporting Uttarakhand in its fight against COVID-19 
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Mucormycosis Cases and Deaths - Uttarakhand as on 22.10.2021 


Hospital Name Migrated/ 
Cases Discharge | Cases Discharge Others 
Udham JLN District Hospital, 
Singh Nagar | Rudrapur | | 
AlIMS Rishikesh po fe fie feet | ae | 
Max Hospital ee tet ets tet et 


Doon Medical Doon Medical College 


Sri Mahant Indresh 
‘aa 


Dehradun HIHT |HIHTJolyGrant Grant 


Ce 
fonecHorpial | 0 | 0 | | | | |e 
‘syereyHoeptat | 0 | 0 | 8] @ |} | | 


Military Hospital 
Seep 
Krishna Hospital, 

poof fafot s |e 
Dr. Susheela Tiwari 

Rae | o-: en | Pe 





‘Uttarkashi District [District Hospital 


Military Hospital 
Roorkee 
Aarogyam Hospital, 
| Si Roorkee 













* Other state 0 Case ** Other state 0 Death 
* Other state 306 Cases * Other state 64 Deaths 


For any queries regarding Mucormycosis, please call on Toll Free Number 104 
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Details of State Control Room 


E-mail: covid19statewarroomuk@egmail.com, idsputtarakhand@gmail.com 





Toll free No: 104/01352609500 


@®  whatsapp No. 9412080544 


Details of District Control Rooms 





Uttarakhand State Control Room C@vVID-19 


— Integrated Disease Surveillance Programme 
TREY BIRTK Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun 


COVID-19 Vaccination 





22"4 October 2021 


® Sessions Held Today : 990 

*® Number of Beneficiaries Vaccinated Today : 39957 

*® Number of Beneficiaries Partially Vaccinated: 7448373 
*® Number of Beneficiaries Fully Vaccinated: 3594324 
*® Total 18-44 years beneficiaries Partially Vaccinated: 4470331 
*® Total 18-44 years beneficiaries Fully Vaccinated: 1519724 


Details of Beneficiaries Vaccinated in Uttarakhand 


Citizen Health Care Worker Front Line Worker 
Fully 
>45 Partially >45 Fully Partially eccrine Partially Fully Partially V Bully 
Vaccinated Vaccinated vaccinated phage oul Last 24 Vaccinated Vaccinated Vaccinated accinated 
to <45 years (Both 
(1st Dose (Both Dose (more than 18 hrs. (1st Dose (Both Dose : (1st Dose 


Coverage) Coverage) to <45 years) Seen Coverage) | Coverage) Coverage) maven 


1734 179217 124713 182146 64413 
3987 4003 6486 6527 


|Champawat | 931 | 70984 | 54291 | 101715 | 49607 | 1 | 2244 | 2173 | 12 | 7466 | 6534 


[Haridwar 


9023 
| 2623 | 261310 | 176353 | 424577 | 174726 | 1 | 14180 | 11300 | 9 | 20086 | 16996 
5 


Pau 

Tehri | 2508 | 155173 | 112571 | 212542 | 64563 | 1 | 6246 | 61a | 4 | ana | 4751_ 
-usNagar | 7209 | 394406 | 208267 | s3is89 | 210076 | 4 | 12438 | 12229 | 48 | 34678 | 30068_ 
jUttarkashi | 1314 | s6910 | 72256 | 137917 | 69096 | 0 | 3460 | 3443 | 2 | 4984 | 4846 
| Total | 39033 | 2669942 | 1796477 | aa70331 | 1519724 | 71 | 120189 | 110831 | 853 | 187911 | 167292 





